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•GOOD  SAMARITAN  STAINED  GLASS  WINDOW 
Selma,  Alabama 

Constructed  in  France  by  Paris  artist  Max  Ingrand, 
who  also  designed  the  window,  this  beautiful 
and  moving  work  of  art  dramatically  depicts 
Christ  as  the  Good  Samaritan,  reaching  out  to  O 
minister  to  the  sick  and  poor  who  come  to  Him  ut 
for  care  and  consolation.  The  window  is  in  the  O 
•chapel  at  Good  Samaritan  Hospital.  -j 
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